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Message Text 

CONFIDENTIAL 

PAGE 01 LAGOS 01969 160953Z 
ACTION OC-06 

INFO OCT-01 AF-10 ISO-OO CCO-OO SY-05 OCL-OO /022 W 

038719 160956Z/10 

O R 160945Z FEB 78 
FM AMEMBASSY LAGOS 
TO SECSTATE WASHDC IMMEDIATE 6543 
INFO AMEMBASSY MONROVIA 
AMEMBASSY ACCRA 

CONFIDENTIAL LAGOS 1969 

DEPT FOR OC/EX; ACCRA FOR RCO; MONROVIA FOR ATO 

E.O. 11652: GDS 
TAGS: ASEC ACOM 

SUBJECT: USE OF CCC EMERGENCY GENERATOR 
REF: MONROVIA 1020 (NOTAL) 

EMBASSY LAGOS EXPERIENCING SEVERE POWER OUTAGES AMOUNTING 
TO MORE THAN HALF WORKING DAY. EMBASSY GENERATOR NON- 
FUNCTIONING DUE TO LACK OF SPARE PARTS AND GENERAL OLD AGE. 

UNTIL NOW HAVE BEEN TAPPING POWER SPARINGLY FROM CCC 
EMERGENCY GENERATOR TO RUN ESSENTIAL TYPEWRITERS. LIGHTS AND FANS, 
EMBASSY HAS NOW BEEN ADVISED BY ATO MONROVIA THAT THIS PRACTICE IN 
VIOLATION OF DEPARTMENT POLICY AND MUST CEASE. WITH CURRENT 
INSPECTION AND UPCOMING PREPARATION FOR HIGH LEVEL VISIT. 

EMBASSY CONSIDERS SITUATION CRITICAL AND REQUESTS DEPARTMENT'S 
AUTHORIZATION FOR MINIMUM TAPPING OF CCC SOURCE BY FRONT OFFICE 
UNTIL SITUATION RESOLVED. EMBASSY PROPOSAL FOR SOLVING LONG 
TERM POWER PROBLEM WILL BE SUBJECT OF SEPARATE 
COMMUNICATION. 
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